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TAGS: BTIO, ES 

SUBJECT: FOREIGN GOVERNMENT TENDER (SAN MIGUEL HOSPITAL) 
REF: (A) STATE A-1168, 2/11/74; (B) SAN SALVADOR 3526 
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6B. — 

6C. DEPARTAMENTO DE SUMINISTROS 

MINISTERIO DE SALUD PUBLICA Y ASISTENCIA SOCIAL 

CALLE ARCE 827 

SAN SALVADOR, EL SALVADOR, CENTRAL AMERICA 
7. CONCURSO NO. 54/76 (301-3/76 BID) 
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9. 201 

10. AS PART OF ITS (PROJECT FOR THE IMPROVEMENT OF HEALTH 
SERVICES) THE MINISTRY OF PUBLIC HEALTH OF THE GOES INVITES 
INTERESTED FOREIGN AND NATIONAL FIRMS TO BID ON THE CONSTRUCT- 
ION OF THE SAN MIGUEL REGIONAL HOSPITAL TO BE BUILT IN THE 

CITY OF SAN MIGUEL. TENDER INCLUDES THE CONSTRUCTION OF 
BUILDINGS AS WELL AS OTHER INFRASTRUCTURE SUCH AS SIDE WALKS. 
DRAINAGE DITCHES, ETC. EARTH MOVING HAS ALREADY BEEN COMPLET- 
ED. CONSTRUCTION SIDE ENCOMPASSES APPROXIMATELY 36,000 SQUARE 
METERS. THE PRINCIPAL BUILDING WILL HAVE TWO MAIN LEVELS ON TOP 
OF WHICH WILL BE CONSTRUCTED A TOWER OF 4 ADDITIONAL FLOORS 
WHICH WILL CONTAIN THE HOSPITAL'S 620 BEDS. TWO ANNEX BUILDINGS 
WILL ASLO BE CONSTRUCTED TO HOUSE THE HOSPITAL'S POWER PLANT 
AND TO LODGE RESIDENT DOCTORS. BIDS MUST BE PRESENTED IN 
PERSON AND IN WRITING TO THE MINISTRY'S DEPARTAMENTO DE SUM- 
INISTROS, CALLE ARCE 827, SAN SALVADOR, EL SALVADOR, CENTRAL 
AMERICA. THE ESTIMATED COST OF THIS PROJECT HAS BEEN ESTIMATED 
BY THE GOES AS $10 MILLION. 

1 1 . THE CONSTRUCTION OF THIS HOSPITAL WILL BE JOINTLY FINANCED 
WITH IDB LOAN 301-3/76-IDB AND GOES FUNDS. TENDER PLANS AND 
SPECIFICATIONS WILL BE AVAILABLE TO INTERESTED BIDDERS OR THEIR 
REPRESENTATIVES FOR 500 COLONES, EQUAL TO U.S. $200 FROM AUGUST 
30 UNTIL SEPTEMBER 30, 1976 AT: 

DIRECCION DE INGENIERIA DE SALUD 
MINISTERIO DE SALUD PUBLICA Y ASISTENCIA 
SOCIAL 

CALLE ARCE 827 

SAN SALVADOR, EL SALVADOR, CENTRAL AMERICA 

THE ABOVE MENTIONED OFFICE DOES NOT MAIL THE PLANS/SPECIFI- 
CATIONS TO THE U.S. OR OTHER COUNTRIES. LUBENSKY 
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